The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BI6BY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 

3/22/11 



Farah Hill 

Assistant District Attorney, Norfolk County 
Dear ADA Hill. 

Enclosed is the infomiation you requested in regards to Commonwealth Included 

are copies of the following; 

1. Drug Analysis Laboratory Receipt. 

2. Curriculum Vitae for Annie Dookhan and Stacey Desjardins. 

3. Control Cards with analytical results for sample # 

4. Analysis sheets with the custodial chemist’s hand notations and test results. 

5. GC/MS Spectral analytical data for sample # 

Stacey DesJardins was the custodial chemists and performed the preliminary testing and net weight 
for this sample. Annie Dookhan was the confirmatory chemist and analyzed the GC/MS data. 

If you have any questions about these materials, please call me at the number below. 



Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6631 


Folk OIG PRR 037018 








PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

Boston Drug Laboratory State Laboratory Institute Amherst Drug Laboratory 

Tel (617) 983-6622 Tel (413) 545-2601 

Fax (617) 983-6625 Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 


DRUG RECEIPT 


Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 


City or Department: _ _Police Reference No. 

Name and Rank of Submitting Officer: Cg KHCJ CyPsYipcr 



Defendant(s) Name (last, first, initial): 



To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 













PLEASE PRINT CLEARLY OR TYPE ALL INEORMATION 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

Boston Drug Laboratory State Laboratory Institute Amherst Drug Laboratory 

Tel (617) 983-6622 Tel (413) 545-2601 

Fax (617) 983-6625 Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 


DRUG RECEIPT 


Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 



To be completed by Submitter 
Description of Items Submitted 


To be completed by Lab Personnel 
Gross Weight Lab Number 











Curriculum Vitae 


Annie Khan (Dookhan) 

Education: 

University of Massachusetts, Boston, Ma, Master of Science in Chemistry. 

University of Massachusetts, Boston, Ma, Bachelor of Science in Biochemistry. 

Experience: 

2003 - present 

Chemist 1.11. Massachusetts Department of Public Health, Drug Analysis Laboratory 

*Completed six-week training course conducted by senior staff within the Department of Public 
Health, Drug Analysis Laboratory. 

*Appointed Assistant Analyst by Assistant Commissioner of Public Health, 2004. 

♦Responsible for the identification of illicit drugs to determine violations of harmful and narcotic 
drug laws. 

♦Trained in the use of complex analytical instrumentation, microscopes and balances for the 
purpose of drug analysis. 

♦Maintenance and repairs of all analytical instruments. 

♦Responsible for the Quality Control of all analytical instruments, reagents and controls/standards. 
♦ Responsible for the Quality Control/Quality Assurance program for the drug lab. 

♦Notary Public. 

♦Qualified as an expert witness in Massachusetts Courts and U.S. District Court 
2001-2003 

OC Analyst I. H. UMMS-Massachusetts Biologic Laboratory, QC Material Control 

♦Completed proficiency training conducted by a member of the staff within the MLB Quality 
Control and Quality Assurance Department, 

♦Method Development for creating new techniques and enhancing vaccines for the QC Dept, and 
FDA. 

♦Writing, revising and reviewing Standard Operating Procedures (SOPs). 

♦Trained and supervised new chemists and interns for the department. 

♦Routine QC testing of products for the FDA. 

♦Trained in the use of complex analytical instrumentation, and balances for the purpose of QC 
analysis for product and validation projects. 

♦Calibration, preventive maintenance, QC and QA of analytical instrumentation. 

♦Complete testing of chemicals for Vendor Validation Project for the FDA, 

♦Compendial testing and interpretation of the USP, ACS, FCC, AOAC, Merck Index, PDR, etc. 

Additional Training: 

Dept, of Justice - Forensics Professionals, (numerous trainings) 

GLP/GMP course with Massachusetts Biologic Laboratory. 

QC/QA training according to FDA Codes and Regulations. 

GC and GC/MS courses with Agilent Technologies and Restek. 

HPLC course with Waters Cooperation. 

FTIR course with Spectros. 

TOC training with MBL and Sievers. 

Association: 

American Chemical Society (ACS) 

Northeastern Association of Forensics Science (NEAFS) 


Folk OIG PRR 037021 



Stace^yn 

stacey!tSaen@s 


Stacey Lyn Desjardins 

istate.ma.us 


EDUCATION Master of Science—Forensic Science 

University of New Haven; West Haven, Connecticut 
May 2006 

• Concentration; Criminalistics 

• Certificate: Advanced investigation 

Bacheior of Arts—Chemistry 
Monmouth College; Monmouth, Illinois 
May 2004 

» Graduated Cum Laude 
EXPERIENCE Chemist! 

Massachusetts Department of Public Health; Jamaica Plain, Massachusetts 
March 2009-present 

• Analyze unknown substances submitted fay Massachusetts Law 
Enforcement Agencies 

• Operate, maintain, and interpret data from analytical equipment (Gas 
Chromatograph, analytical balance, microscope, Ultraviolet 
Spectrometer, Infrared Spectrometer) 

• Provide expert testimony to local, state, and federal courts in 
Massachusetts 


Teaching/Graduate Assistant 
Monmouth College Chemistry Department 
University of New Haven Forensic Science Department 
January 2001 -May 2006 

• Supervised labs and answered student questions 

• Performed demonstrations using forensic techniques and chemicals 

Additional work experience and references available upon request 

TRAINING 2009: Multijurisdictiona! Counterdrug Task Force Training on Current Drug 

Trends 

2009: Six week training with Senior Staff at the Massachusetts Department of 
Public Health Drug Analysis Laboratory—appointed Assistant Analyst 

2005: Internship with the New Hampshire State Crime Lab 

COURSEWORK Biomedical Methods of Forensic Science, Criminal Procedure, Forensic 

Microscopy, Advanced Criminalistics I and II, Forensic Toxicology, Advanced 
Investigation I and II, Physical Analysis in Forensic Science, Organic Chemistry 1 
and II, General Chemistry, Analytical Chemistry I and II, Physical Chemistry I, II, 
and ill, Biochemistry, Advanced Inorganic Chemistry 





Date Analyzed: 


City 
Officer 
Def 
Amount 
No. Cont: 


Stoughton Police Dept. 

Detective JAMES O'CONNOR 


1 Cont; cellophane wrapper 


Subst: TAB 


Date Rec'd: 01/04/2010/ 
Gross Wt.: 4.24/ 


No. Analyzed; 

Net Weight: L^'^Q 


Prelim: 


# Tests: | 

m: ^ Findings: 


Date Analyzed; 


City: Stoughton Police Dept. 
Officer: Detective JAMES O'CONNOR 
Def: 


Amount 
No. Cont 


Subst: SUB 


1 Cont: pb 


Date Rec'd; 01/04/2010 No. Analyzed; | 

Gross Wt: 4 . 30 '^ Net Weight: Q* 

# Teste: Si. 

Prelim: COCO^UC Findings: 


City 
Officer 
Def 
Amount 
No. Cont 
Date Rec'd 
Gross Wt. 


Preiim: 


Stoughton Police Dept. 

Detective JAMES O'CONNOR 


T Cont: straw 


Date Analyzed: jQ 


01/04/2010 
2.49 \/ 


Subst; RES 

No. Analyzed; 

Net Weight; 

(f Tests: OSLO 


Findings: 00\ ICStcd 
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DRUG POWDER ANALYSIS FORWI 


SAMPLE a 



GENCY 


No. of samples tested: 


ANALYST 5LD 
Evidence Wt 




Gross Wt { ):_ 

Gross Wt { }:_ 

Pkg.Wt:_ 

Net Wt; iSn 


~QQas & 


PRELIMINARY TESTS 
Soot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke’s 


MIcrocrvstalllne Tests 
Gold 

Chloride_ 

_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

results bufire norpd \wjl. 

DATE u-a-D 


GC/MS CONFIRMATORY TEST 

RESULTS h iCiff nomh 'ng 

MS 

OPERATOR Ab\b _ 

DATE lo-d-\n 


Revised 7/2005 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 
Suboxone 

Regulatory-Status; Schedule III 

Ingredients 

Active-Ingredients: Buprenorphine - 8 MG 
Naloxone - 2 MG 

Availability & Manufacturing 

Availability; United States 
Avalfable-Contalner-Size: Bottle of 30 

Contact; Reckitt Benckiser 
Product ID; 6370996 

AAPCC Code; 037708 - Other or Unknown Narcotics 
Registry Number; NDC12496-1306-02 
Physical Description 

Imprint; N8: Sword Logo 
Form; Tablet 
Color; orange 
Shape: Six-sided 


Images for NDC 12496-1306-02 



© 1974- 2010 Thomson Reuters. All rights reserved. 


http:/Avww. thomsonhc.com/hcs/librarian/PFDefault Actionld/pf.PrintReady 6/3/2010 
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DRUG POWDER ANALYSIS FORM 


SAMPLE# 

No. of samples tested; 


AGENCY 



( ): 


PHYSICAL DESCRIPTIONr 00 f fl i: Gross Wt 

'Lohrtc ipO'-^dcr^ substance (I): Q.g.‘o05n 

pt) Pfcg.wt! Q.OUMSc 


NetWt: Q. 


-mcttvtd u)| 6 iO'CDo 89 •; reei'ClUe 
m strauc nj-f 



PRELIMINARY TESTS 
Spot Tests 

Cobalt ^ 

Thiocyanate ! ) 

Marquis _ e 

Froehde's_ 

Mecke's 


© 


© 


Microcivstalline Tests 


Gold 

Chloride^ 

TLTAX 


(5) 


OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS COCQiaC. 

date U-5- \0 


GC/MS CONFIRMATORY TEST 

results rOCQ\ Pic... 

MS . ^ Y~\ 

OPERATOR AQV J _ 

DATE U-Q-ID 


Revised 7/2005 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM4\06_08_10\723262.D 

ASD 

8 Jun 2010 21:12 

BLANK 


WSCREEN 

RTE 


Abundance 

20000 


I 


15000 


! lOOOOi 


5000j 


T!C:723262:D 





00 . . 


?rime-> 2.00 4.00 6.00 8.00 lOiOO 12:00 14:00 16.00 18.00 20:00 22.00 24.00 26:00 28:00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


723262.D 


Tue Mar 22 08:45:12 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2 010\SYSTEM4\06_08_10\723263 .D 
ASD 

8 Jun 2010 21:46 

BUPRENORPHINE STD 

63 

WSCREEN 

RTE 


Abundance 

i 1200000 ! 

i 

; 1000000j 

I 8000001 
I 600000 ] 

I 400000 ! 

I 

[ : 

J 200000: 

Oi , - —r-i - I -- , - 

2,00 4,00 


1^20 


TfC: 723263.0 


i 1371 

■lA—'V 


6.00 8.00 10:00 12.00 14.00 16.00 18:00 20:00 22.00 24:00 26.00 28.00 


Ret. Time 

Area 

Area % 

Ratio % 

13.199 

4520430 

97.45 

100.00 

13.714 

118512 

2.55 

2.62 


723263 .D 


Tue Mar 22 08:45:38 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM4\06_08_10\723263.D 

ASD 

8 Jun 2010 21:46 

BUPRENORPHINE STD 

63 

WSGREEN 
RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


13.20 C:\DATABASE\NIST98.L 

6.14- Ethenomorphinan-7-methanol, 17 052485-79-7 97 

6.14- Ethenomorphinan-7“methanol, 17 052485-79-7 90 

Dibenzo [a,c]pentacene 000216-08-0 38 


iAbundance’ 


55 


Average of 13“08'6 to min.“n 


378 


80 i 


60: 


40: 


20: 


41 


84 


101 


352 


;2f lij ! 69 I , j 131 147 166 181 197 216 239 256 280294308322 ^^^ 

0 I T' i ' V i .'VrV i'v i Vh I 'i'i i T-r - vv ;-- : > f 


410 


434 


392 


449 


: 467 

Wz -> 40 ^0 ^0 'lOcTl^o' 140 'leo' 180 266 IS’"So' '260 280 360 320 "3J0 3&’ 380 400^420 44o"^4"60 i 

Abundance 


W04WTT6714-HtbenbmorpH!nan-7-metban^ ‘ 


378 


80, 

60 

40 i 

20 : 


m/z-> 


55 


84 

y I ■'23 162 ,84''98 243 263 281 296 

4 b 60 80 


410 


352 


392 


434 
: 449 


467 


'i,-! h r312^.^ ,L J: I ,ii ;l: i, : 

100 120 ’140’ 160 I80’ 260 220 240 260 260 SOo’ 32o"W' 3^6' 380 400' 420 440 46o’ 


723263 .D 


Tue Mar 22 08:45:38 2011 


Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F;\Q2-2 010\SYSTEM4\06_08__10\72 3 2 63 .D 
ASD 

8 Jun 2010 21:46 

BUPRENORPHINE STD 

63 

WSCREEN 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98.L 



PK# 

RT Library/ID 

CAS# 

Qual 


No Hits Found 


iSbunclance .. Averap’^T3r6if2 to 13.792 min.:72^'2'6i.D'(-) 

! 5:5 


80: 
601 
40 ; 


376 

i 


408 




i n 



208 

465 

!ii \l 83 

t I 

101 

115 

147 ,05 191 , 230 253 

392 : i| 433 



.LlJ._ 

4 0 ' e'o / s'o' 

100 

120 ’ 

140 160 180 200 220 240 2^0 280 3^ 

^"’340 360 Z60 400 42o' 44o’ 460 


723263.D Tue Mar 22 08:45:39 2011 


Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM4\06_08_10\723264.D 

ASD 

8 Jun 2010 22:21 

DLANK 
SLD 
2 

WSCREEN 

RTE 


Sbiindah^ Trc':7232'6'4.[J 


20000! 



irime-> 2.00 4.bo 6.00 8.bo lOiOO li.'oo 14.'00 leioo is'oo '2a00 22^00 24^00 26m0 28;00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


723264.D 


Tue Mar 22 08:45:48 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM4\06_08_10\723264.D 

ASD 

8 Jun 2010 22:21 

BLANK 
SLD 
2 

WSCREEN 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


723264.D 


Tue Mar 22 08:46:09 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM4\06_08_10\723265.D 

ASD 

8 Jun 2010 22:55 


SLD 

65 

WSCREEN 

RTE 


ftfaundance 
j 1400000 


I 1200000 

I 1000000! 

i 800000; 

I 600000; 
i 400000 


2000001 




6.80 

I 


6.17i 


• 2 . 2^.10 4 43 


8.61 


Tftr:T23'265;D 


13.19 


frime-> 2.00 4,00 6.00 8.00 10.00 12:00 14.00 16.00 18.00 20,00 22:00 24.00 26.00 28.00 


Ret. Time 

Area 

Area % 

Ratio 

2.267 

213599 

2.97 

4.23 

3.098 

109798 

1.53 

2.17 

4.432 

128718 

1.79 

2.55 

6.167 

322706 

4.49 

6.39 

6.801 

868076 

12.07 

17.19 

8.608 

499533 

6.94 

9.89 

13.190 

5050561 

70.22 

100.00 


723265.D 


Tue Mar 22 08:46:11 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\Q2-2010\SYSTEM4\06 08 

10\723265.D 


Operator 

ASD 



Date Acquired 

8 Jun 2010 22:55 



Sample Name 




Submitted by 

SLD 



Vial Number 

65 



AcquisitionMeth 

WSCREEN 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 
C:\DATABASE\NIST98.L 

Minimum 

Quality: 90 

PK# RT 

Library/ID 

CAS# 

Qual 


2.27 C:\DATABASE\NIST98.L 
D“Limonene 
Limonene 
Limonene 


005989-27-5 93 
000138-86-3 89 
000138-86-3 86 


jAbundance 


80; 


601 


40; 


20^ 


Oi,. 

bi/z-> 10 


27 


39 


AvWg^r2:2341o 

68 


93 


53 


,M,44 


631 )! 


79 


hM; 85 


107 

I 


103[ 

I F I 


119 


115 


136 


15 2b 25 30 35 40 45 50 55 60 6b 70 75 80 85 90 95 100 105 110 115 120 125 130 135 140 


Abundance 


68 


4: D'-Omonene 


80, 


60; 


93 


40: 


20 


15 


41 


53 


27 

..32 37 


79 


107 


L 45 \.\ a 57 63, 72 Ml 83 87 NMi97 103 


121 


115 


136 


hi/z-> lb " 15' 20’'25 ’ab ' 35 40 "45' 50''5^10 'b's'' Vo 75"s'o '’ 95 100 105 iToTls’ 120 125 130 135 14o 


723265.D 


Tue Mar 22 08:46:12 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q2-2010\SYSTEM4\06 08 

_10\723265.D 

Operator 

ASD 


Date Acquired 

8 Jun 2010 22:55 


Sample Name 



Submitted by 

SLD 


Vial Number 

65 


AcquisitionMeth; 

WSCREEN 


Integrator 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

Minimum Quality: 90 


C:\DATABASE\PMW TOX2.L 
C:\DATABASE\NIST98.L 

Minimum Quality: 90 

PK# RT 

Library/ID 

CAS# Qual 


2 3.10 C:\DATABASE\NIST98.L 

3-Cyclohexene-l-methanol, .alpha.,. 000098-55-5 80 

(+)-.alpha.-Terpineol (p-menth-1-en 1000157-89-9 80 

3-Cyclohexene-1-methanol, .alpha.,. 000098-55-5 80 


Abundance 


801 


59 


■ Average'of'37086 td'^T?'6mTh7: 


60 i 


40 


20 : 


43 


53 


f 


67 


28 ^ 39; I , . 

0 , .: 


81 


77 


b i 

^bH-rr-- T 


93 


121 




136 ! 

i 

1 i 

1 ■ 107 



102 ; 


1: 126 h ; ■ 

95 i6b lbs 110 

1 i 5 120 lis ido 13^ 140 145 150 155 i 



723265.D Tue Mar 22 08:46:13 2011 Page 3 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM4\06_08_10\723265.D 

ASD 

8 Jun 2010 22:55 


SLD 
65 

WSCREEN 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality; 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


4.43 C:\DATABASE\NIST98.L 

1-Hydroxymethyl-1,2,3,4-tetrahydro- 1000187-34-9 43 
Benzene, 1,2-bis(1-buten-3-yl)- 1000162-73-9 12 
1-Phenyl-l-penten-5-ol 037464-86-1 10 


Abundance 


43 


Average or4:4UB^to 4,492 m[n.:T232^:iJ(-) 


80; 


60^ 


69 


129 


40: 


20i 


28 


H:IM = 

3^r,i ^ 


58 


75 


85 


101 


115 

I I 

1 ,j 

(I: 


159 


145 


189 


hi/Z"> 30 40 50 60 70 80 90 100 110 1^0 i:iO 140 1^0 160 170 180 190 


Abundance 


#58457* 1 -RydfOxymeTlTy]-i;2;3;44elfahydro-napHlhafen-2“-or 

129 


im/z--> 


80 

60^ 

40^ 


20 i 

■ 27 

0^-r.i.li 


39 5'' 63 

i . 45 i 57 i 



91 

118 

1 

li 

I • 


160 i 


! 

77 I 

105 ! I 

; i i 

I 


142 


I 1 

69 


Jl ^|i 

Jill., 111 ill 

\.[ . 

,3,44^35 , 

1^8 

ijl-i-j_ 

... ; ■ ■ V 

160 170 180 190 

7b 


Ub iio 

^io 

1 1 1 1 1 1 , ' 1 ' 1 ' 8 

130 140 

^ ^ 1 ■ • 

150 


723265.D 


Tue Mar 22 08:46:14 2011 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\SYSTEM4\06_08_10\723265.D 

Operator : ASD 

Date Acquired : 22 : 55 

Sample Name : 

Submitted by : SLD 

Vial Number : 65 

AcquisitionMeth: WSCREEN 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


6.17 C:\DATABASE\NIST98.L 

n-Hexadecanoic acid 000057-10-3 
n-Hexadecanoic acid 000057-10-3 
Dodecanoic acid, l-methylethyl este 010233-13-3 


Abundance 


Average of 6.f491o"6:209'W^^^ 72326SUE 




91 |i 


im / z - > 20 ^ ^ 6b 7b 80 9b 100 110 iSO 1^0 140 150 160 170 ibO ibo 200 lib 2^0 230 240 280 260 


itoundahoe” 


■l?B559;Ti-Rexade^ 


I , 97 

'J: L 


^57 171 155 


lfe-> 20 30 40 50 60 70 80 9b 100 110 120 130 140 150 lbO 17o' lb0 190 200 'a-lo 2^0 230 240 260 260^ 


723265 .D 


Tue Mar 22 08:46:15 2011 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM4\06_08_10\723265.D 

ASD 

8 Jun 2010 22:55 


SLD 

65 

WSCREEN 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


6.80 


C:\DATABASE\PMW_T0X2.L 
Stearic acid 
Myristic acid 
Eicosane 


000057-11-4 

000544-63-8 

000112-95-8 


91 

25 

9 


Abundance 


801 


43 


Average ore777 to BTOTS min.: 723265Xr(-) 


73 


60: 


40 


20^ 


29 


60 

I I 

I I 

! ! I 

li I 

::j :i ! 


129 


83 


97 


115 


0 . .i 


51 


‘105 


143 


157 


185 

171 199. 


241 


284 


'207 227 


255 


Aburirfance 

! 80! 

60^ 

! 40 


3b 40 50 60 70 eb 90 100 110 l20 130 140 150 160 ^ 230 240 250 260 ^70 260 • 

■ add .. 


60 


284 


129 


20 ; 




83 97 

: i . 


111 


143 


185 

171 i 199 


241 


264 


" 30 40’ 50 60 "7b 8b ' 90 * 1 bo 110 120 130^140 'l5o'V60 170 'lbo ‘l90 200 2lo" 2 & 2^0 240 2bo' 260 270 2ao' 


I-,- . I 


723265.D 


Tue Mar 22 08:46:15 2011 


Page 6 


Folk OIG PRR 037038 
























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM4\06_08_10\723265.D 

ASD 

8 Jun 2010 22;55 


SLD 

65 

WSCREEN 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality; 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


6 8.61 C:\DATABASE\NIST98.L 

Morphinan-6-one, 4,5-epoxy-3,14-dih 000465-65-6 99 
Morphinan-6-one, 4,5-epoxy-3,14-dih 000465-65-6 86 
Morphinan-6-one, 4,5-epoxy-3,14-dih 000465-65-6 58 


Average of g.'584 fo 8.WT7Tiin::TZS2B5.D" {4'... 


3?7 


41 


28 


55 70 i 

i 84 i 


115 


242 


131 


173 


III: L 


y!! 


30 4'0 50 60 /O 80 90 1001101^01301401501S0170l60ld02<i02i02$02302402502602702602903003i0320330 


146 


161 ii 


187 


201 


229 


I ii 

!,i 


212 


286 


253 270 


300 


312 


jAbun dance 


#128673: Morphinan-6'Ona, 4,5-epoxy-3,14'dihydroxy-17-(2-pro 


327 


80 i 


60; 


40^ 


20: 


i 0 - . r- !'! . i'l ”i-'‘. s'.: i-' - V ' ’ i' •>T'' . ..... > h/i; 

:m/2-> 30 40 50 60 7’0 80 90 1001101201301401601601701801902602102202302402502802702802^03003103203301 


41 


65 


70 


82 


96 


115 


131 404 

M ^47 


171 187 


201 


212 


242 


229 


286 


I 252 270 


Mj . j'i|.:s,^ ,.4. . .iMiJi s:! sf Ji:.!, .h/i; .irr- 


i 310 


723265 .D 


Tue Mar 22 08:46:16 2011 


Page 7 


Folk OIG PRR 037039 


























Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P:\Q2-2010\SYSTEM4\06_08_10\723265.D 

ASD 

8 Jun 2010 22;55 


SLD 

65 

WSCREEN 

RTE 


Search Libraries: 


\DATABASE\SLI.L 
\DATABASE\PMW__T0X2 . L 
\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT 


Library/ID 


CAS# 


Qual 


Abundance 


80 


60 


40 


20 

4i 

! 


I27 hi; 

! 0 ^ 

;il 1 

m/z-> 

40 


13.19 C;\DATABASE\NIST98.L 

6,14 ~Ethenomorphinan“7-methanol, 
6,14-Ethenomorphinan-7-methanol, 
1,2,8,9-Dibenzpentacene 


Average of 13T0B^to lX357Dim: T232^^ 


17 

052485-79-7 

97 

17 

052485-79-7 

91 


000227-09-8 

38 

378 


123 147161 181 197 216 243 


265 282296310 


352 
336 i 


Abundance 


¥T04^6"1: 6,14-Etfren omorphina ii-7-methahW, 


j 101 123 ^ 162 184198 243 

: -,,1 i.M , hD'! . ^ : 


723265.D 


Tue Mar 22 08:46:16 2011 



352 E 

336 : ! : 

392 

i “f 467 

263 2812963^2 

'< ■■ ; i i j; . I’L ■ 'it . . , j !i 

= i ^ 

; ! ^’1 

Jl....ii. 

i i 

4.Jjj,__ 

260 2^6 300 320 

346 360 360 4(!)6 420 

440 4^0 

2011 

Page 8 



Folk OIG PRR 037040 























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM4\06_08_10\723266,D 
ASD 

8 Jun 2010 23:30 

BLANK 
SLD 
2 

WSCREEN 

RTE 


Abundance TICr723266.D 


200001 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


723266.D 


Tue Mar 22 08:46:23 2011 


Page 1 


Folk OIG PRR 037041 









Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM4\06_08_10\723271.D 

ASD 

9 Jun 2010 2:23 

BLANK 


WSCREEN 

RTE 



Ret, Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


723271.D 


Tue Mar 22 08:46:32 2011 


Page 1 


Folk OIG PRR 037042 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM4\06_08_10\723272.D 

ASD 

9 Jun 2010 2:57 

BUPRENORPHINE STD 

63 

WSCREEN 

RTE 


Abundance 

I 1200000! 

: lOOOOOOj 
I 8000001 
I eoooooi 


VC:7232T2.U 

13,19 


i 

i 


400000 ' 


200000I 


n-- - 



Ljj- .. 


. U ■• ■ ■■ ' ■ 1 ■ ■ 1 -i- -r 

h‘inne*'> 2,00 4,00 

6.00 

abo io!ob j2!ob" 

"’i 4 !oo‘ 'i6:oo 

isiob 2o'ob 22!ob 24’ob 2^00 28.00 1 

Ret. Time 


Area 

Area % 

Ratio % 

13.193 


4824081 

96.62 

100.00 

13.719 


168560 

3.38 

3.49 


723272.D 


Tue Mar 22 08:46:38 2011 


Page 1 


Folk OIG PRR 037043 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM4\06_08_10\723272.D 

ASD 

9 Jun 2010 2:57 

BUPRENORPHINE STD 

63 

WSCREEN 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


13.19 C:\DATABASE\NIST98.L 

6,14-Ethenomorphinan-7-methanol, 17 052485-79-7 97 
6,14-Ethenomorphinan-7-methanol, 17 052485-79-7 95 
1,2,8,9-Dibenzpentacene 000227-09-8 38 


Abundance 


80; 


60 i 


55 


Average of 137085 to TJ.360 mfn.: 12Z272~U{T 


378 


40 : 


20 


4i ' 


84 


101 


352 


410 


434 


27 


0 . 

Abundance 


44 60 80 


i N5-)31147 162 181 197 216 239 256 280295310 i 

lob' iio l4o' 1§o’ 160' '266' 226" 240 260 iS) 346' 360 abo 4bo 42o"44b"lbo 


;! 392 

k 


449 


467 : 


¥1¥4W1: ~6,14-Ethenomorphlnan-7‘rnetl(iari6T, 


378 


80 ; 


60 i 


55 


40; 


20 ; 


84 


m/z-> 40 60 80 100 120 140 lOO 180 200 220 240 260 260 300 320 340 360 360 400 420 440 460 j 


101 123 162 ^84^9^ 


216 


243 


263 281 298 


336 


352 


410 


434 


312 , 


392 


449 


467 i 


723272 .D 


Tue Mar 22 08:46:38 2011 


Page 


Folk OIG PRR 037044 

















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P:\Q2-2010\SYSTEM4\06_08_10\723272.D 

ASD 

9 Jun 2010 2:57 

BUPRENORPHINE STD 

63 

WSCREEN 

RTE 


Search Libraries; C:\DATABASE\SLI.L 

C:\DATABASE\PMW_T0X2.L 
C:\DATABASE\NIST98.L 


PK# RT 


Library/ID 


Minimum Quality; 90 
Minimum Quality: 90 


CAS# 


Qual 


13.72 C:\DATABASE\NIST98.L 

3,7-Diacetyl-l, 5-diphenyl--3,7-diaza 1000216-16-7 14 
1,2-Diaza-lO,19-dithia[2,3,3]metacy 1000158-88-7 10 
Benzo[b]rubicene 000196-54-3 9 


Abundance 


80; 


55 


60^ 


40 ; 


2Q\ 4\ |i 

27 jji I 

0 . 


Average of 


376 


408 


83 


101 ^ 209 230 

: 115 147 165 191 i 253 

131 I . J : i: 


282 


390 


433 


465: 


Wz-> 4‘0 6b 80 100 lio 'l40 l6o’ lbo 200 2^0 240 260 2^0 30O 320 340 360 380 

#104505: 3J-DIace1y[^75-^pienyi-3r7^^iaz3bi^cl6[3.3.1]"n^ ^ 

376 

248 


Abundance 

i 

80 


60 

i 


i 40 

1 

73 1 

20i 

! 41 ' : 

9 1 1 : 87*! 

I i 

1 0^ 

i: > ' : = ' 

..... 


290 


103 


i 117 


3'i !.ii 


233 ; 


138 


159 


180 ^^^219 I: 


262 

276 


il 304 333 

i: i £ 


348 




460 


723272 .D 


Tue Mar 22 08:46:39 2011 


Page 3 


Folk OIG PRR 037045 
































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM4\06_08_10\723273.D 

ASD 

9 Jun 2010 3:33 

BLANK 

2 

DRUGS 

RTE 


Abundance TIC: 7232737D 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


723273.D 


Tue Mar 22 08:47:35 2011 


Page 1 


Folk OIG PRR 037046 











Area Percent / Library Search Report 


Information fror 

n Data 

File: 

File Name 

F:\Q 

2-2010\SYSTEM4\06 08 10\723274.D 

Operator 

ASD 


Date Acquired 

9 Jun 2010 3:47 

Sample Name 

COCAINE STD 

Submitted by 



Vial Number 

74 


AcquisitionMe t h 

DRUGS 

Integrator 

RTE 


Abundance 


TfC: 723274:cr i 

1 ' 

3 

88 

! 1000000 ) 



! 800000 1 



I 600000 1 


j 

: i 

400000 1 


i 

j 

1 

I 200000 ) 

0^.,.....,... 



Time-> 2.6o 2.60 3.00 

3 .^ 

l.bo 4.50 5.bo 5.50 6.00 6.50 7.bo 7.50 8.00 8.b6 9,00 9.50 | 

Ret. Time 


Area Area % Ratio % 

3.884 


1021596 100.00 100.00 


723274.D Tue Mar 22 08:47:47 2011 Page 1 


Folk OIG PRR 037047 








Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q2-2010\SYSTEM4\06_08_10\723274.D 

ASD 

9 Jun 2010 3:47 

COCAINE STD 

74 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98,L 



PK# 

RT Library/ID 

CAS# 

Qual 


3.88 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


Abundance 

80 j 

60 i 


8^ 


n.;723274.IT(-y 


182 


40 


20 : 


42 


51 


! ;i 


. 68 i :;! 

0!; |i, lr i h , |Mir . i .h : , . .,, . 1. ,, , , , :.-r-,-rhr; .' , . , .., 

m/z-> 40 50 60 70 80 90 100 110 120 130 140 l60 160 170 180 190 200 210 220 230 240 250 260 270 280 290 30o 


94 


I ii 

:Mi 


105 


122 


!.i . j JOO 


135143^?^ 


198 


303 


214 


272 

242 259 281 


Abundance 


so; 


8^ 


~mT~CUUAlNE 


182 


60i 


40! 


i 94 


105 


20 : 


42 


51 


68 


122 


I 0 ^ '-'’i”. i' !’ ! '''i iit r r r-y p 1=1 -T-i'4-4-!-;- p 7-'C! "f --‘i-rV^j j i ; jn-f-fV'; ...p..,..; . ... j.ii , . , . . , j.. ... ..... r-r i i i , , , i -: - j : i • ; ; r , . , ^ r-|VT-j I'l ■ , ( I ■ I i ! ^ ■■■ 

Wz-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 2^0 230 240 250 260 270 280 290 300 




135 166 


198 


214222 


244 259 


272 


303 


723274 .D 


Tue Mar 22 08:47:47 2011 


Page 2 


Folk OIG PRR 037048 














Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q2-2 010\SYSTEM4\0 6__08 10\723275.D 
ASD 

9 Jun 2010 4:00 

BLANK 
SLD 
2 

DRUGS 

RTE 


Abundance .. . Trcr723276;0 



Iime-> 2.00 '2.56 3.00 ' 3.50 4.bo' 4,50' ' 5,00 5,60 6.00 6,60 ' 7.bo ' 7.6q ~ 8.b0 8,50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


723275.D 


Tue Mar 22 08:47:51 2011 


Page 1 


Folk OIG PRR 037049 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM4\06_08_10\723276.D 

ASD 

9 Jun 2010 4 : 14 


SLD 
76 

DRUGS 

RTE 



3j89 


T!U:723ZT6.d 


I 1200000; 

looooooj 
800000i 

i 600000i I 

i ' i 

: ’ :i 

i 400000: ii 

i 1 

2000001 I 

i 3.14 ii 

2.00 2.50 3.00 3.50 4.00 4.50 5.6o 5.50 6.00 qM 7.6 o 7.50 8.00 8.50 9.00 9.50 


Ret , Time 

Area 

Area % 

Ratio % 

3.145 

219198 

14.35 

16.76 

3.885 

1307882 

85.65 

100.00 


723276.D Tue Mar 22 08:47:55 2011 Page 1 


Folk OIG PRR 037050 








Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q2-2010\SYSTEiyi4\06_08_10\7232 76.D 
ASD 

9Jun2^0 4 :14 

SLD 

76 

DRUGS 

RTF 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


3.14 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6 -tet 
Imidazo[2,1-b]thiazole, 2,3,5,6 -tet 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 


006649-23-6 99 
006649-23-6 97 
006649-23-6 97 


Abundance 


80 i 


60i 


40: 


201 


45 


51 


80; 


60 i 


J.57. J 


73 


63 


Average of 3,f23 to 3.'3'0'31^1n!:T23276.' 

148 


89 


101 


1 ii 


121 
! 127 


82 


jjiiL...14^ 


157 169 


176 


204 


.40 50 JO 70 80 OO 160 ' ' liO ’ 120 130 ' 140 ' 1^ ’ 170_ 180 190 200 210; 

jAbundanca 


^126360; fmtdazdPTT^^ 

148 


204 


I 


40: 


20 i 


Yniz-> 


73 


, 45 51 63 ^ 

0l. 


101 


121 


127 


89 


176 


95, i108 114h 


135141 nM54 160 169 


186 


40 50 60 70 80 90 100 110 120 l80 140 150 160 170 180 190 200 210 


723276.D Tue Mar 22 08:47:56 2011 Page 2 


Folk OIG PRR 037051 



























Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\Q2-2010\SYSTEM4\06_08_10\723276,D 

Operator ASD 

Date Acquired : 9 Jun 2010 4:14 

Sample Name : 

Submitted by : M^D^ 

Vial Number : 76 

AcquisitionMe th: DRUGS 

Integrator : RTE 


Search Libraries: 


C:\DATABASE\SLI.L 
C:\DATABASE\PMW_TOX2.L 
C;\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT 


Library/ID 


CAS# 


Qual 


3.89 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 


99 


Abundance 


80 i 


S? 


Average of 3.864 fo 4:023 min::72 J2761J(-) 
182 


60 


40 


20 


] 94 


105 


42 


51 


0 --: 


Abundance 


80; 


;i ! 

r i 

i U 

\ i; ; 

liii'i, 

j 

If ■ 

122 

,1 136 

152 166 

I jiri^ I , , [ , I 1 , , . 

198 

. j 214223 

j 

303 i 

272 i ^ 

242 258 ! 281289 !, i 

80 90 

100 110 

f 1 & 130 140 

150 ieo' i>b ib( 

) 190 2b0 2i0 220 2b0 240 260 260 270 280 2^0 360 ' 



82 


182 


601 


40 


94 


105 


20 


■ 42 


51 


68 


122 


'm/z-> ^ 40' ’ 5b ’ 60 70 ^'(^ 90 100 110 120 130 140 160 'l60 170 180 190 200 2i0 2^0 230 24b 250 260 270 280 290 300 


135 


198 


214222 244 259 


272 


303 

I 

I. 


723276.D 


Tue Mar 22 08:47:57 2011 


Page 3 


Folk OIG PRR 037052 




























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM4\06_08_10\723277.D 

ASD 

9 Jun 2010 4:27 

BLANK 
DJR 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


723277.D 


Tue Mar 22 08:48:00 2011 


Page 1 


Folk OIG PRR 037053 















Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM4\06_08_10\723280.D 

ASD 

9 Jun 2010 5:08 

BLANK 

2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


723280.D 


Tue Mar 22 08:48:07 2011 


Page 1 


Folk OIG PRR 037054 














Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM4\06_08_i0\723280.D 

ASD 

9 Jun 2010 5 : 08 

BLANK 

2 

DRUGS 

RTE 


Abundance 
; 1400; 

1200i 

1000 ! 

I 

! 800 i 

i 600' 


I 400: 

i 200,, , ,,lj 

; 0 :... , , , , , 

frime--> 2.00 2.^ 3.00 


I'liiiiP 


3.50 ’ 4.bo 



4.50 5.00 5.50 6.b0 6.50 T.oo" 7.60 8.60' 8.b6 9.bo ' 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


723280.D 


Tue Mar 22 08:49:16 2011 


Page 1 


Folk OIG PRR 037055 














Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM4\06_08_10\723281.D 

ASD 

9 Jun 2010 5:21 

COCAINE STD 

81 

DRUGS 

RTE 


Abundance 
I 1000000; 


3] 


189 


TIC: 723mm 


800000; 


I 600000 i 


I 400000i 

I 200000! 


h'im8-> 2.00 2.50 ‘ 

’ 3.bo ’ 3.50 ' 4.6o 4.60 ' 5.00 

sio 

6.00 

6.60 ‘ ’ 7.00 7.50 ' ' 8.00 ’ 6.50 ‘ 9,00 ' 9,50 






Ret. Time 

Area 

Area 

% 

Ratio % 

3.886 

1042355 

100. 

00 

100.00 



723281.D 


Tue Mar 22 08:49:18 2011 


Page 1 


Folk OIG PRR 037056 









Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q2-2010\SYSTEM4\06_08_10\723281.D 

ASD 

9 Jun 2010 5:21 

COCAINE STD 

81 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98.L 



PK# 

RT Library/ID 

CAS# 

Qual 


3.89 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


AEiun'dahce 


80: 


82 


AveTage 6fT8'6'51o 4.023 min. :72328T:U (-) 
182 


60 i 


40! 


20 ! 


94 


105 


42 


51 


68 




122 


198 


303 


152 r 272 

^ j.;, ^135144 .^;^ ^ ill : 207 222 242 258 ! 281 


! U', . , I I i i > < , ‘ i [ h I i W-r'iV' : ■ v t, ; ■ ''r! !'!-r-rT'-'i ; t r rvrn-r^ ! i i i "j r- r; .• .-V-i''-j' 

:rn/ 2 -> 40 50 60 70 80 90 100 110 120 130 140 IS O 160 1?0 180 l90 200 210 220 2^0 240 250 20O 2 70 280 200 300 

iAbundance 


82 


80: 


60 


■¥29rC'OC'AINE“ 


162 


' 

. 


94 

40: 


105 I 

i ; 

20i ^*2 

i i : 


I i ! j 

1 ; i 51 

I 0LiL.-.J,:Al 

68 ; 

; ^i, i 122 i 

:J:!| 135 J 


198 


. ^ ...214^2 ._^4 259 


272 


303 


m/z-> 40 50 ’60 70 W 90 100 110 120 130 140 tio 160 170 160 1^0 200 2iQ‘ 2^0 230 230^250 260 270 260 290 36o' | 

Page 2 


723281 .D 


Tue Mar 22 08:49:19 2011 


Folk OIG PRR 037057 





















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM4\06_08_10\723282.D 

ASD 

9 Jun 2010 5:35 

BLANK 

2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


723282.D 


Tue Mar 22 08:49:22 2011 


Page 1 


Folk OIG PRR 037058 












